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[Abstract:] Relative to bids for supplies for year ending June 30 /96. 


The Mint of the United States at Philadelphia, 
Assayers Office, 
June 20, 1895 


Sir 


In reply to your favor of the 19th inst., I would say that with the exception of the bid for 
“bone-ash” there is no reason why the lowest bidder for supplies for this Department for the 
ensuing fiscal year, should not be awarded the contract. 


With “bone-ash” the case is different. Great care has to be taken in getting an ash that 
will suit the character of our work, and we have been annoyed time after time with an imperfect 
ash; after many trials we have at last succeeded in securing from the present contractor an ash 
that is fairly good. The lowest bid for ash is 5 cts per lb. The contractor supplying us at present 
bids 5 % cts. per Ib. I would recommend that his bid be accepted, as we know the ash we are now 
using to be very satisfactory. 


Very Respectfully, 
Jacob B. Eckfeldt 
Assayer. 


To Hon. Herman Kretz 
Superintendent. 


